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FIRST ARTICLE INSPECTION CHECKLIST 


Drawing Actual Method of 
Tolerance Accept | Reject ` Comments 
Dimension Dimension 2 J Inspection 
.0.63 +/-0.030 


Inspection Dwg: D3954 


0.75 +/-0.030 
2.00 +/-0.030 

2.00 +/-0.030 | 
0.38 +/-0.030 | 
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